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RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-1022 aT | 861-1022 
DESCRIPTION 


LF/HF/VHF ACTIVE ANTENNA 
DATE PC BOARD 
MFJ ENTERPRISES, INC. 
ti7es/oo] mioee_« 300 INDUSTRIAL PARK RD 
meme PERRY| STARKVILLE, MS 39759 


